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$VP 


C 0 N F I D E NT IA L 


30th ‘September. 1959 


CORRIGENDUM to 

CCC (34 Document 3700.2 
(English only) 


COORDINATING COMMITTEE 




CORRIGENDUM TO 

MEMORANDUM BY THE GERMAN DELEGATION 
CONCERNING THE GERMAN, PROPOSALS ON 
THE LIST REVIEW 1959 


Page 1 , Item 1501 (d)(t) instead of- "axial system* 1 :■ 

read "aerial system" 

Page 2. loem 1517 (a)(2) instead of ”910 Mc/s” 

read "940 Mc/s". 
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